CHURCH  OF  THE  HOLY  CROSS  -  STATEBURG,  S.  C. 

The  Episcopal  Church  was  built  in  1850  in  the  village 
founded  by  General  Sumter.  Stateburg  was  vigor- 
ously promoted  in  1786  as  the  future  State  capital 
and  at  one  time  was  a  thriving  town  with  stores,  an 
academy,   and  even   a  circulating  library. 
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